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SUBJECT: PRC PROPOSALS FOR CULTURAL EXCHANGES SECOND HALF OF 
1973 

1 . DURING JUNE 22 CALL ON PRC MFA DIRECTOR FOR AMERICAN AND OCEAN- 
IAN AFFAIRS, LIN PING, HE PASSED US FOUR PRC PROPOSALS FOR CULTURAL 
EXCHANGES LAST HALF OF 1973. LIN EXPLAINED THAT PROPOSALS HAD 
BEEN AGREED UPON IN PRINCIPLE DURING DR. KISSINGER' S VISIT TO PEKING 
IN FEBRUARY. PRC PROPOSES FOLLOWING VISITS: ( A) ELECTRONIC 
COMPUTER STUDY GROUP, AUGUST; ( B) LINGUISTICS GROUP, SEPTEMBER; 
(C) LIBRARIANS, SEPTEMBER; AND ( D) MEDICAL DELEGATION, OCTOBER. 
LIN EXPLAINED THAT LINGUISTIC GROUP ORIGINALLY PLANNED FOR JULY 
BUT POSTPONED UNTIL SEPTEMBER SINCE MOST UNIVERSITIES ON VACATION 
IN JULY. 

2. LIN ASKED THAT DETAILED PROPOSALS ( POUCH TO CU/ EA) BE PASSED 
TO COMMITTEE FOR SCHOLARLY COMMUNICATIONS WITH THE PRC ( CSCPRC) 
WITH WHOM PROJECTS DISCUSSED DURING RECENT VISIT. HE NOTED THAT 
DETAILED PLANS ARE PRELIMINARY PRC SUGGESTION AND SAID EARLY 
CSCPRC RECOMMENDATIONS WELCOME. 

3. LIN NOTED THAT PRC PROPOSALS DID NOT CONSITUTE FULL RESPONSE 
TO US SUGGESTIONS, POINTING OUT THAT NATIONAL COMMITTEE FOR 
US- CHINA RELATIONS HAD ALSO MADE A SERIES OF PROPOSALS IN 
MANY FIELDS WHICH, HE SAID, ARE STILL UNDER CONSIDERATION. 
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